LIVINGSTON  FIRST  BAPTIST  CHURCH 
LIVINGSTON  ALABAMA 

The  building  on  this  card  replaces  the  one 
which  burned  on  February  24,  1965.  This  church 
was  originally  established  in  1834. 


PLACE 
STAMP 
HERE 


POST  CARD 


